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HiNKLET, Robert L. 

Superintendent Water Company, Rensselaer, N. Y. 

HiNMAN, Jack J. 

Assistant Director State Epidemiological Labor- 
atory, 1 Bloom Terrace, Iowa City, la. 

HoAD, William Christian 

Professor Sanitary Engineering, University of Michi- 
gan, Ann Arbor, Mich. 

Hoaoland. Ira Gottld 

National Automatic Sprinkler Association, 80 
Maiden Lane, New York, N. Y. 

Hobby, Arthur, C E. 

P. O. Box 685, Guayaquil, Ecuador, S. A. 

HODQKINS. H. C, C.E. 

513 Dillaye Building, Syracuse, N. Y. 

Hodges, Edgar 

City Hall, Johnstown, N. Y. 
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HoDQMAN, BuBT B., C.E. July 18, 1907 

50 Church Street, New York, N. Y. 

HoDKiNSON, Thomas June 24, 1913 

Superintendent Water Works, 14 King Street, Lon- 
don, Ontario, Canada. 

HooARTH, George February 25, 1914 

Assistant Engineer Department Public Works, 514 
Markham Street, Toronto, Ontario. 

HoGE, Wm. L. May 14, 1915 

Assistant Engineer Water Supply, Room 800 L. 
& N. Building, Louisville, Ky. 

HoLLMAN, Edward E. April 14, 1915 

Sanitary Chemist, 1412 Wright Street, St. Louis, 
Mo. 

Holmes, A. G. July 10, 1906 

P. O. Box 262, East Pittsburgh, Pa. 

Hone, Frederic deP., C.E. December 18, 1913 

1 Liberty Street, New York, N. Y. 

Hooper. Thomas N. April 16, 1884 

Vice-President Water Company, Davenport, Iowa. 

Hoopes. Jr., Edgar M., C.E. June 24, 1913 

Chief Engineer Water Department, Wilmington, 
Del. 

Hoover, Charles P. June 24, 1913 

Chemist Filtration Plant, Columbus, Ohio. 

Hopkins, Charles Comstock June 10, 1911 

Hydraulic and Sanitary Engineer, 349 Cutler Build- 
ing, Rochester, N. Y. 

Hopkins, Newton F., C.E. July 18, 1907 

604 Second National Bank Building, Pittsburgh, 
Pa. 

Hopper, Walter C. June 10, 1911 

Superintendent, Aquackanonk Water Company, 
145 Prospect Street, Passaic, N. J. 

Horner, Charles M. June 24, 1903 

Superintendent Water Works Company, 1705 State 
Street, East St. Louis, 111. 

HoRNUNQ. George July 14, 1887 

Consulting, Civil and Mechanical Engineer, Wool- 
sack Building, Newport, Ky. 

HoRTON, Robert E. June 10, 1911 

Hydraulic Engineer, 57 North Pine Avenue, Albany, 

n.y; 



ACTIVE MEMBERS 

HoBTON, Theodore 

Chief Engineer New York State Department of 
Health, 72 North Allen Street, Albany, N. Y. 

HOSTETLER, WiLLIAM A. 

Superintendent Iowa City Water Works, 227 
North Capitol Street, Iowa City, la. 

House, G. O. 

Superintendent St. Paul Water Department, St. 
Paul, Minn. 

Houston, Geobqe 

716 Trimble Avenue, Kalamazoo, Mich. 

Howell, David J., C.E. 

Union Trust Building, Washington, D. C. 

HowLAND, E. Robert, H.E. 

50 Church Street, New York, N. Y. 

HuBBBLL, Clarence W. 

Consulting Engineer, 2334 Dime Bank Building, 
Detroit, Mich. 

Hudson, Leo 

Consulting Engineer, 3265 Piedmont Avenue, Pitts- 
burgh, Pa. 

Huenine, H. L. 

Chemist Illinois State Water Survey, Urbana, 111. 

HUGGANS, R. D. 

Chief Engineer Streator Aqueduct Company, 
Streator, 111. 

HUGGINS, D. E. 

Manager Water Works, Streator, 111. 

Humphrey, E. W. 

General Superintendent, 1117 Myrtle Street, Erie, 
Pa. 

Hunter, Henry G. 

New York Continental Jewell Filtration Company, 
15 Broad Street, New York, N. Y. 

Hunter, T. B. 

Consulting Engineer, 729 Rialto Building, San 
Francisco, Cal. 

HURD, C. H. 

Vice-President Indianapolis Water Company, 113 
Monument Place, Indianapolis, Ind. 

Htdb, Charles Oilman 

Room 101, Civil Engineers Bldg., University of Cal- 
ifornia, Berkeley, Cal. 
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Htmmen, H. June 8, 1909 

Superintendent Water Works, Berlin, Ontario. 

Indue, S. July 18, 1907 

Chief Engineer Water Works, Yokohama, Japan. 

Irving, Jr., Thomas C. June 10, 1911 

Vice-President Robert W. Hunt and Company, 
Limited, 1314 Traders Bank Building, Toronto, 
Ont. 

Irwin, Ralph Edward June 8, 1909 

Assistant Engineer, State Department of Health, 
Harrisburg, Pa. 

Irwin, Thomas E. June 10, 1911 

50 Church Street, New York, N. Y. 

Isaac, F. N. May 12, 1908 

Secretary and General Manager The Hanford 
Water Company, Hanford, Cal. 

Ives, Howard Chapin June 24, 1913 

Professor Railroad Engineering, Worcester Poly- 
technic Institute, Worcester, Mass. 

Jackson, Daniel D. April 27, 1910 

Sanitary Expert, Engineers Building, Columbia 
University, New York, N. Y. 

Jackson, Robert A. June 24, 1903 

Superintendent Insurance and Water Company, 
Norristown, Pa. 

Jackson, Perry April 27, 1910 

R. F. D. No. 1, Lodi, Cal. 

Jacobson, Andrew March 28, 1914 

Chemist Meter Water District of Omaha, Florence, 
Neb. 

James, Claude L. March 4, 1915 

City Engineer, Superintendent Water Works, City 
Building, Mattoon, 111. 

Jarvis, Alexander Charles January 6, 1914 

42 Pickwick Road, Dulwich, London, England. 

Jennings, Charles A. May 12, 1908 

Superintendent Filtration Union Stock Yard and 
Transit Company, Chicago, 111. 

Jensen, J. Arthur June 10, 1911 

Engineer Water Works Department, Engineer's De- 
partment, City Hall, Minneapolis, Minn. 

Jensen, J. Chris. June 4, 1912 

Municipal Water Works, Council Bluffs, Iowa. 



ACTIVE MEMBERS 



Johnson, George A. 

Consulting Engineer, 150 Nassau Street, New York, 

N. Y. 

Johnson, H. B. 

General Manager SheflSeld Company, SheflBeld, Ala. 

Johnson, M. F. 

Superintendent Water Department, 601 West Front 
St., Oil City, Pa. 

Johnson, William S., C.E. 

101 Tremont Street, Boston, Mass. 

Jones, A. J. 

P. O. Box 273, New Brunswick, N. J. 

Jones, Bueke 

Superintendent Water Works, Hattiesburg, Miss. 

Jones, Grandville R. 

Associate in Civil Engineering, Johns Hopkins 
University, Baltimore, Md. 

Jones, Hiram F. 

Superintendent Water Works, 823 Walnut Street, 
Elmira, N. Y. 

Jones, J. W. 

Manager Water Works, Selma, Ala. 

Jones, William Clayton 

426 Market Street, Camden, N. J. 

Jones, William Nelson, C.E. 

City Engineer's Office, Minneapolis, Minn. 

Jordan, Edwin O. 

Professor of Bacteriology University of Chicago, 
Chicago, 111. 

Jordan, Frank C. 

Secretary Water Company, 113 Monument Place, 
Indianapolis, Ind. 

Jordan, J. A. 

Manager, Cambridge, Md. 

JUDD, W. A. 

Superintendent Water Works, 620 South Main 
Street, Mason City, la. 

Kastberg, Karl C. 

City Engineer and Superintendent Water Works, 
Boone, Iowa. 

Kay, Edgar B. 

Consulting Engineer, Tuscaloosa, Ala. 
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Kbbler, H. E. July 14, 1887 

Room 633, The Rookery, Chicago, III. 

Kbisbr, D. H. May 12, 1908 

General Manager Sinking Spring Water Company, 
Reading, Pa. 

Kellogg, Robert M. April 23, 1915 

Superintendent Bergen Aqueduct Company, Ridge- 
wood, N. J. 

Kellt, Earl W. June 4, 1912 

care of Water Light Department, Duluth, Minn. 

Kerr, H. O. April 27, 1910 

Secretary Kerr Engine Company, Walkerville, 
Ontario, Canada. 

KiBFFER, Stephen E. June 4, 1912 

Consulting Engineer, Mechanics Institute Building, 
San Francisco, Cal. 

KiENLB, John A. June 8, 1909 

Sanitary Engineer, 25 Madison Avenue, New York, 
N.Y. 

KiERSTED, Wynkoop June 8, 1909 

Consulting Engineer, 640 Midland Building, Kansas 
City, Mo. 

KiLLAM, Samtjel E. November 24, 1914 

Superintendent Pipe Lines and Reservoirs, 1 Ashbur- 
ton Place, Boston, Mass. 

KiLPATRicK, John D., C.E. June 4, 1912 

30 Church Street, New York, N. Y. 

Kimball, Frank C. _ June 11, 1902 

General Manager Commonwealth Light and Water 
Company, Summit, N. J. 

Kimberly, a. Elliott May 14, 1915 

Hydraulic and Sanitary Engineer, 8 East Long 
Street, Columbus, Ohio. 

KiNNAiRD, Robert N. June 4, 1912 

care of Des Moines Water Company, Des Moines, 
Iowa. 

Kirk, Clarence L. June 8, 1909 

President Indianapolis Water Company, 113 Monu- 
ment Place, Indianapolis, Ind. 

Kirkpatrick, Walter Gill April 27, 1910 

City Engineer, Birmingham, Ala. 

Kirstein, a. F. June 10, 1911 

Superintendent Water Works, Rahway, N. J. 

Kittredge, Harry Chandler May 12, 1914 

Hydraulic and Sanitary Engineer, 815 German In- 
stitute Building, Rochester, N. Y. 



ACTIVE MEMBERS 

Klein, William I. 

Resident Engineer New York Continental Jewell 
Filtration Company, 313 East Tenth Street, 
Kansas City, Mo. 

Klingbekg, W., C.E. 

50 Church Street, New York, N. Y. 

Knbbn, a. H., C.E. 

112 North Broad Street, Philadelphia, Pa. 

Knickerbacker, John, C.E. 

President Eddy Valve Company, 86 First Street, 
Troy, N. Y. 

Knight, Gerald Wilson 

Sanitary Engineer, 1272 Virginia Avenue, Lake- 
wood, Ohio. 

Knowles, Clarence R. 

Superintendent Water Department, I. C. R. R., 
6241 Ellis Avenue, Chicago, 111. 

Knowles, Morris 

Consulting Engineer, Pittsburgh, Pa. 

Knox, Stuart K. 

100 William Street, New York, N. Y. 

Kohn, C. L. 

Commissioner, City Hall, Elgin, 111. 

Kontkovski, Eugene B. 

Consulting Engineer, 4 Erteleff Str. Petrograd, 
Russia. 

Kreioer, Albert A. 

Engineer Paradise Construction Company, 1141 
Cherokee Road, Louisville, Ky. 

KniEGSHEiM, Heinbich 

Room 1503, 30 East 42nd Street, New York, N. Y. 

Kyle, John I. 

Purchasing Agent American Pipe and Construction 
Company, 5315 Locust Street, Philadelphia, Pa. 

LaTourrette, Frederick, C.E. December 30, 1914 

Engineer in Charge Jersey City Water Works, 444 
Jersey Avenue, Jersey City, N. J. 

Lacount, H. O. May 12, 1908 

Engineer and Assistant Secretary Inspection De- 
partment, Factory Mutual Insurance Company, 
124 College Avenue, West Somerville, Mass. 

Lance, Oscar M. July 18, 1907 

General Manager The Spring Brook Water Com- 
pany, P. O. Box 124, Wilkesbarre, Pa. 
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Landmann, L. B. September 19, 1914 

" iperintendent Cg ■■ ■ ^-^ "■ ■ ^ 
ferson City, Mo. 



Superintendent Capital City Water Company, Jef- 
fer ~' ■ 
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Landrt, J. A. April 27, 1910 

President Railway Light and Water Works Com- 
pany, Lake Charles, La. 

Langblier, W. F. November 1, 1914 

Inspector Illinois State Water Survey, Urbana, lU. 

Larmon, Frank P. April 22, 1914 

Chief Engineer Consolidated Water Company, 1137 
Sunset Avenue, Utica, N. Y. 

Lautz, W. E. May 27, 1896 

Secretary and Manager Pekin Water Works Com- 
pany, Pekin, 111. 

Lawlor, Francis D. H. July 10, 1906 

Superintendent Citizens Water Company. Burling- 
ton, Iowa. 

Lawton, Ralph W. July 10, 1906 

Manager Jewel Export Filter Company, 10 Clive 
Street, Calcutta, India. 

Latnb, M. E. June 4, 1912 

care of the Layne Bowler Company, Houston, Texas 

Lea, Richard S. May 12, 1908 

Consulting Engineer, 820 New Birks Building, 
Montreal, Canada. 

Leaf, C. E. April 19, 1915 

Chief Chemist C. B. and Q. R. R. Laboratory, 
Aurora, 111. 

Leddbn, Ernest M. June 4, 1912 

115 Worth Street, New York, N. Y. 

Ledbrer, Dr. Arthur February 25, 1914 

Sanitary District of Chicago, 4123 Drexel Boule- 
vard, Chicago, 111. 

Lederlb, Ernst J., Ph. D. May 12, 1908 

39 West 38th Street, New York City. 

LEDOtJX, J. W. July 18, 1907 

Chief Engineer, American Pipe and Construction 
Company, 112 North Broad Street, Philadelphia, 
Pa. 

Lee, Charles H. June 24, 1913 

Hydraulic Engineer, 1014 Central Building, Los 
Angeles, Cal. 

Lebt, J. N. June 10, 1911 

Superintendent Water Department, North East, Pa. 

Leinbach, a. E. July 18, 1907 

Water Commissioner, 314 Oley Street, Reading,. Pa. 





47 


June 7, 


1904 


May 12, 


1914 


luary 12, 


1915 


July 10, 


1906 


April 27, 


1910 


June 24, 


1913 


May 12, 


1908 


June 23, 


1914 



ACTIVE MEMBERS 

Lbisbn, Theodore A. 

General Superintendent Board of Water Commis- 
sioners, Detroit, Mich. 

Leopold, F. B. 

Farmers Bank Building, Pittsburgh, Pa. 

Letton, H. p. 

Sanitary Engineer U. S. Marine Hospital, 4133 
Clarendon Street, Chicago, 111. 

Lbvebinq, W. a. 

Standard Asphalt and Rubber Company, 944 First 
National Bank Building, Chicago, 111. 

Levy, A. G. _ 

Assistant Director New Orleans Purification Plant, 
8417 Panola Street, New Orleans, La. 

Lewis, J. M. 

Superintendent Parks and Public Property, Sioux 
City, Iowa. 

Lewis, R. E. 

Superintendent Water Works, Elizabeth City, N. C. 

LiGHTFOOT, Jr., J. C. 

New Jersey Water Service Company, 1307 Real 
Estate Trust Building, Philadelphia, Pa. 

LiNDSTROM, E. A. September 19, 1914 

Superintendent Water Works, Aberdeen, Wash. 

LiTCH, M. B. May 12, 1914 

Superintendent and Chemist Filtration Plant, Steel- 
ton, Pa. 

Little, Beekman C. June 24, 1903 

Superintendent Water Works, 44 City Hall, Roches- 
ter, N. Y. 

Livizey, W. B. May 14, 1915 

President Newport News Light & Water Company, 
Newport News, Va. 

LocHRiDGB, Elbert E. July 10, 1906 

Engineer Water Department, 43 Bridge Street, 
Springfield, Mass. 

Lofton, H. M. June 4, 1912 

Chattanooga, Tenn. 

Long, George J. April 23, 1915 

President Inter-State Water Company, Louis- 
ville, Ky. 

Long, Jambs H. May 12, 1914 

City Hall, Camden, N. J. 
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LoNQLBT, Francis F. July 18, 1907 

42nd Street Building, New York, N. Y. 

LoNQLEY, Frederick J. December 1, 1913 

Bacteriologist and Chemist Western New York 
Water Company, Niagara Falls, N. Y. 

LoNGWORTHY, Jr., Homer Dayton May 14, 1915 

Superintendent Water Works, Macon. Ga. 

LooMis, E. L. July 10, 1906 

Superintendent Valparaiso Home Water Company, 
Valparaiso, Ind. 

Lord, Jr., Franklin B. June 10, 1911 

Queens County Water Company, Cedarhurst, Long 
Island, N. Y. 

Lord. Harrt A. June 24, 1903 

Superintendent Water Works, Ogdensburg, N. Y. 

LoDNSBURY, William C. May 12, 1908 

General Superintendent Filtration Plant, 1518 Tow- 
er Avenue, Superior, Wis. 

LovEJOT, William H. June 4, 1912 

Louisville Water Company, Louisville, Ky. 

Lowe, Stanley J. April 27, 1910 

Superintendent Water Works Department, Clarks- 
ville, Tenn. 

Lucas, Hugh L. April 27, 1910 

Superintendent Water Pipe Extension, 802 City 
Hall, Chicago, 111. 

Luce, Francis H. May 12, 1914 

Superintendent Woodhaven Water Supply Com- 
pany, Woodhaven, N. Y. 

Ludlow, J. L. June 7, 1904 

Consulting Engineer, Winston-Salem, N. C. 

LuscoMBB, William May 12, 1908 

Superintendent Water Department, Gary, Ind. 

Lyons, B. F. May 12, 1908 

Vice-President and General Manager Beloit Water, 
Gas and Electric Company, Beloit, Wis. 

Lton, Henry L. June 24, 1903 

Deputy Water Commissioner, Buffalo, N. Y. 

Lton, William H. June 10, 1911 

Superintendent Water Works, 64 Martine Avenue, 
White Plains. N. Y. 

McAlpinb, a. H, April 17, 1889 

General Western Agent Hersey Manufacturing 
Company, 211 Schultz Building, Columbus, Ohio. 
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McCabe, H. Dallas May 12, 1908 

800 Downer Avenue, Monessen, Pa. 

McCabtht, Daniel B. June 27, 1905 

Superintendent Water Works, Waterford, N. Y. 

McCahtt, William May 12, 1908 

Superintendent Water Works, Bluefield, W. Va. 

McClbnahan, W. T. May 12, 1914 

Superintendent Water Works, New Kensington, Pa. 

McClintock. James R. January 27, 1914 

170 Broadway, New York, N. Y. 

McCuB, W. F. June 7, 1897 

care of Colorado Fuel and Iron Company, Boston 
Building, Denver, Colo. 

McDonald, Charles E. June 10, 1911 

Superintendent Water Works, Waterbury, Conn. 

McDonnell, Robert E. June 24, 1913 

821-26 Scarritt Building, Kansas City, Mo. 

McFarland, Chester R. May 12, 1908 

Secretary and Superintendent Water Works Com- 
pany, Tampa, Fla. 

McGiBONEY, J. H. May 14, 1915 

Middleborough Water Works, Middleborough, Ky. 

McGoNiQALE, William J. June 4, 1912 

P.O. Box 2360, Louisville, Ky. 

McGrath, F. R. May 12, 1914 

Superintendent Water Works, City Hall, Chambers- 
burg, Pa. 

McInnes, F. a. May 12, 1914 

Division Engineer Public Works Department, 
23 Salcombe Street, Dorchester, Mass. 

McIntosh, William June 24, 1913 

32 Central Argentine Rly. Calle Bantolome Nitro 
No. 299, Buenos Ayres, Argentina. 

McKiM, Robert Albert June 4, 1912 

Assistant Engineer New Croton Aqueduct, 65 West 
88th Street, New York, N. Y. 

McLaughlin, George E., M.D. June 24, 1913 

Sanitary Expert and Bacteriologist, 41 Crescent 
Avenue, Jersey City, N. J. 

McMillan, Thomas June 8, 1909 

Chief Engineer City Pumping Station, 610 Stowell 
Avenue, Milwaukee, Wis. 
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McNambe, T. W. June 24, 1903 

Superintendent Water Company, Wabash, Ind. 

McRab, H. C. April 27, 1910 

Dime Savings Bank Building, Detroit, Mich. 

McRetnolds, B. B. May 12, 1914 

Superintendent Water Works, City Hall, Colorado 
Springs, Colo. 

McWiLLiAMS, C. C. April 16, 1914 

Superintendent Bureau of Water, 447 Franklin 
Street, Schenectady, N. Y. 

McWiLLiAMS, C. Q. June 18, 1901 

President Roaring Creek Water Company, P.O. Box 
85, Shamokin, Pa. 

MacCallum, Albxakdbb W. June 4, 1912 

26 South Third Street, Philadelphia, Pa. 

MacDonald, Emmbtt June 7, 1904 

Superintendent Water and Light Company, Lin- 
coln, 111. 

MacGoniqlb, Db. John N. May 12, 1908 

Superintendent Water Works, Miami, Fla. 

Machen, Henby B. May 12, 1908 

Borough Engineer, Department Water Supply, Gas 
and Electricity, Muncipal Building, New York, 
N. Y. 

Mack AT, J. M. June 24, 1913 

Superintendent Water Works, Regina, Saskatche- 
wan. 

Magneb, William May 8, 1915 

Chief Engineer Water Works, Cairo, 111. 

Main, Geo. A. April 27, 1910 

Superintendent Water Works, Daytona, Fla. 

Malcomson, A. S., C.E. June 4, 1912 

37 Railroad Avenue, Freeport, N. Y. 

Mallalieu, Willard C. December 30, 1914 

Civil and Sanitary Engineer, 494 Bergen Avenue, 
Jersey City, N. J. 

Mallbis, O. O. November 10, 1914 

Chemist Iron Mountain Railway, 1023 West Third 
Street, Little Rock, Ark. 

Manahan, Elmbb G., C.E. June 8, 1909 

Municipal Building, New York, N. Y 

Mangold, John F., C.E. June 24, 1913 

Assistant Professor Engineering, Box 84, Grinnel, 
Iowa. 



ACTIVE MEMBERS 

Manlbt, Samuel C. 

President and General Manager Maine Water 
Company, Augusta, Me. 

Manville, F. D. 

Local Manager Newport News Light and Water 
Company, Newport News, Va. 

Manz, Louis C, M.E. 

Assistant Engineer and Superintendent Water 
Works, Atlantic City, N. J. 

Mare, Edqae H., M.D., 

626 Lathrop Building, Kansas City, Mo. 

Marfle, William M. 

Consulting Engineer, Scranton, Pa. 

Marsdbn, Arthur B. 

Superintendent and Treasurer Water Company, 
Manchester Center, Vt. 

Martin, A. M. 

Waco, Texas. 

Martin, J. C. 

Attorney for Ohio Water Works Association, 8 
East Long Street, Columbus, Ohio. 

Mason, Dr. W. P. 

Professor of Chemistry Rensselaer Polytechnic 
Institute, Troy, N. Y. 

Matte, Hubert P. T. 

Superintendent Water Department, Municipal 
Building, Oak Park, 111. 

Maurice, George Holbrooke, C.E. 
Eagle Springs, N. C. 

Maury, Dabnbt H. 

Consulting Engineer, 1137-8 Monadnock Block, 
Chicago, 111. 

Mavitt, J. W., C.E. 
Lyndon, Kans. 

Mayo, William B. 

Secretary and General Manager Hoover Owens 
Rentschler Company, Hamilton, Ohio. 

Mead, Daniel W., C.E. 

120 West Gorham Street, Madison, Wis. 

Meckley, Earle W. 

Assistant City Engineer, AUentown, Pa. 

Mellen, A. F. 

Chemist in Charge Water Purification Plant, 
Citico Station, Chattanooga, Tenn. 
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Mellon, T. A. June 24, 1903 

President Kensington Water Company, 514 Smith- 
field Street, Pittsburgh, Pa. 

Merrill, O. C. June 8, 1909 

care of Forest Service, Atlantic Building, Washing- 
ton, D. C. 



Messbr, Richard June 10, 1911 

Sanitary Engineer, State Department of Health, 
1110 Capitol Street, Richmond, Va. 



Metcalf, Leonard June 24, 1903 

Consulting Civil Engineer, 14 Beacon Street, Bos- 
ton, Mass. 

Meters, A. H. June 24, 1903 

Superintendent Water Company, Columbia, Pa. 

MicHiE, John C, C.E. June 24, 1903 

Superintendent Water Company, Durham, N. C. 

Middlemiss, George A., C.E. April 27, 1910 

Supervisor of Plumbing, 602 Carondelet Street, 
New Orleans, La. 

Miller, Cliffokd N. May 14, 1915 

Hydraulic Engineer, 2807 Union Central Building, 
Cincinnati, Ohio. 

MiLLBE, Edwin E. March 28, 1914 

Assistant Superintendent Power Plants, Hacken- 
sack Water Company, Weehawken, N. J. 

Miller, Hiram Allen June 10, 1911 

Consulting Engineer, 8 Beacon Street, Boston, Mass. 

Miller, J. A. June 8, 1909 

Superintendent Water Works, 10 West Third Street, 
Alton, 111. 

Miller, Marshall May 12, 1908 

Room 740, 608 South Dearborn Street, Chicago, 111. 

Miller, Melville N. May 14, 1915 

Superintendent Lafayette Water Works, Lafayette, 
Ind. 

Miller, Walter Edward June 4, 1912 

1719 Madison Street, Madison, Wis. 

MiLLioAN, R. E. June 11, 1902 

Chemist, 15 Broad Street, New York, N. Y. 

MiLNB, Alexander June 24, 1903 

Superintendent Water Works, St. Catharines, 
Ontario, Canada 



ACTIVE MEMBERS 

MiNOB, Edward Eastman 

Superintendent New Haven Water Company, 91 
Temple Street, New Haven, Conn. 

Mitchell, Charles Hamilton, C.E. 

1003 Traders Bank Building, Toronto, Canada 

Mitchell, George 

Assistant Engineer, Water Engineer's OflSce, Aber- 
deen, Scotland 

Mitchell, Newton 

Superintendent Water Works, Paris, Ky. 

Moat, Charles P. 

Chemist Vermont State Board of Health, 184 
Church Street, Burlington, Vt. 

MOHLMAN, F. W. 

Assistant Chemist, Illinois State Water Survey, 
Urbana, 111. 

MoLis, William 

Superintendent Water Works, Muscatine, Iowa 

Monfort, Wilson F. 

Consulting Chemist, 506 North Vandeventer Ave., 
St. Louis, Mo. 

Montoulibu, Henrt J., C.E. 

398-Caile 17-Vedado, Havana, Cuba 

MOODT, BURDETT 

Chief Engineer South Coast Land Company, Carls- 
bad, San Diego County, Cal. 

MooRB, Gborgb H. 

Superintendent Suburban Water Company, Verona, 
Pa. 

MooRB, John M. 

Consulting Engineer, Carling Block, London, 
Ontario. 

MooRE, John W. 

Consulting Engineer, 3342 North Illinois Street, 
Indianapolis, Ind. 

MooRE, Landon C. 

Chemist and Bacteriologist, 2091 Lane Street, 
Dallas, Tex. 

Morgan, Hbnrt B. 

Manager Peoria Water Works Company, 129 North 
Jefferson Avenue, Peoria, 111. 

Morris, John S. 

Auditor Louisville Water Company, Louisville, Ky. 
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June 4, 1912 

June 10, 1911 
June 24, 1913 

June 24, 1913 
April 9, 1915 

November 1, 1914 

March 15, 1882 
July 10, 1906 

June 4, 1912 
June 24, 1913 

May 12, 1908 

July 10, 1906 

May 14, 1915 

May 14, 1915 

October 16, 1914 

June 10, 1911 
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Morse, Robert B. 

Chief Engineer State Board of Health, 16 West 
Saratoga Street, Baltimore, Md. 

MORT, A. V. H. 

Chemical Director, Department 217, Sears, Roe- 
buck & Company, Chicago, 111. 

Mtindt, Ambrose 

Superintendent Middlesex Water Company, Wood- 
bridge, N. J. 

MuBPHT, A. R., C.E. 

Fountain City, Tenn. 

MUKPHT, L. E. 

Superintendent Water Department, Jacksonville, 
Fla. 

Murray, H. E. 

Assistant Manager Water and Sewer Department, 
Honolulu, Hawaii. 

Myers, Cornbuus T., M.E. 

202 Scherer Building, Detroit, Mich. 

Nbaby, John H. 

Superintendent Water Works, 816 North Chicago 
Avenue, South Milwaukee, Wis. 

Nelson, Fred B. 

Assistant Engineer Department Water Supply, Gas 
and Electricity, 966 Anderson Avenue, Bronx, 
New York City, N. Y. 

Nbut, George 

Chief Engineer Water Works, Santiago, Chili, 
South America. 

Nbwlands, James A. 

Chemist, 11 Laurel Street, Hartford, Conn. 

Nbwling, J. B. 

Secretary and Treasurer Clearfield Water Company, 
Clearfield, Pa. 

Newton, Howard D. 

President Water Works Company, 175 Broad 
Street, Norwich, N. Y. 

Netlon, Leigh, C.E. 

First Mildura Irrigation Trust, Mildura, Victoria, 
Australia. 

NishioedAj Satobu 

Municipal Water Works, Tokyo, Japan. 

NissLY, E. L. 

President Florin Water Company, Florin, Pa. 



May 8, 1915 

November 1, 1914 

March 28, 1914 

June 10, 1911 
May 12, 1914 

May 8, 1915 

June 8, 1909 
June 24, 1913 

July 18, 1907 

June 10, 1911 

October 16, 1914 
October 16, 1914 

June 24, 1903 

May 8, 1915 

October 16, 1914 
May 14, 1915 



ACTIVE MEMBERS 

Ndbblinq, Emil L. 

Superintendent and Engineer Water Department, 
Reading, Pa. 

Ntb, S. a. 

Trustee Kennebec Water District, Fairfield, Me. 

O'RoTjRKE, James 

Superintendent of Water Works, Fulton, 111. 

O'Shatjghnesst, Jerry 

Superintendent Department of Water, Columbus, 
Ohio. 

O'Shatjohnessy, M. M. 

City Engineer, 2732 Vallejo Street, San Francisco, 
Cal. 

Orb, Alexander, C.E. 

Chief Engineer Gloversville Water Works, Glovers- 
ville, N. Y. 

Owens, Robert B., B.A., B.E. 

Government Buildings, Edmonton, Alberta, Canada 

Park, William E., M.D. 

Commissioner of Health, Rockford, 111. 

Parker, C. B. 

Assistant Superintendent Pipe System, Hacken- 
sack Water Company, Weehawken, N. J. 

Parker, Charles T. 

Chief Engineer Alton Water Company, 346 Jeffer- 
son Street, Alton, 111. 

Parker, E. E. 

City Engineer, Superintendent Water Works, 
Madison, Wis. 

Parker, Jr., Dr. Francis L. 

Professor Chemistry and City Chemist, 40 Broad 
Street, Charleston, S. C. 

Parker, Russell H. 

Assistant Engineer City Hall, Cincinnati, Ohio. 

Parkin, R. R. 

369 St. Charles Street, Elgin, 111. 

Parkinson, Henrt Waterworth 

City Engineer, Rockhampton, Queensland, Aus- 
tralia. 

Parlin, Raymond W. 

261 Broadway, New York, N. Y. 

Partridge, Archibald Frederick 

Irrigation Trust Office, Mildura, Victoria, Aus- 
tralia. 
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,1895 


May 12, 


1908 


November 24, 


1914 


April 27, 


1910 


July 18, 


1907 


July 18, 


1907 


April 22, 


1914 


April 14, 


1915 


December 30, 


1914 


April 21, 


1915 


June 24, 


1913 


May 12, 1908 


May 14, 


1915 


April 9, 


1915 


August 19, 


1914 


June 10, 


1911 


November 19, 


1914 
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Pabr, S. W. April 21, 1915 

Professor Applied Chemistry, University of Illi- 
nois, Urbana, 111. 

Patb, R. L. June 10, 1911 

Manager City Water Company, Springfield, Mo. 

Patterson, Wm. G. May 14, 1915 

Superintendent, 20 Gerald Avenue, Highland Park, 
Mich. 

Patton, W. a. June 7, 1904 

President and Manager Water Company, Catletts- 
burg, Ky. 

Patson, Edgar R. June 27, 1905 

Manager Water Works, 32 Exchange Street, Port- 
land, Me. 

Pearsb, Lanodon June 24, 1913 

The Sanitary District of Chicago, Karpen Building, 
900 South Michigan Avenue, Chicago, 111. 

Peck, Ermon M. July 18, 1907 

Consulting Engineer, Room 626, Connecticut Mu- 
tual Building, Hartford, Conn. 

Peck, Warren O. July 28, 1914 

Board of Water Commissioners, Dunkirk, N. Y. 

Peeler, R. L. June 8, 1909 

Superintendent Water Works, Coalinga, Cal. 

Pbbne, Edward L. June 18, 1901 

Superintendent Water Works, Yonkers, N. Y. 



Pbrrt, William _ June 26, 1886 

Tydraulic Engineer, Mat • - • 

Neiges, Montreal, Queb 



Hydraulic Eng;ineer, Maplewood Avenue, Cote des 
ebec. 



Peterson, Edward June 10, 1911 

Manager Water Works and Light Plant, Crooketon, 
Minn. 

Phelps, Eablb B. October 23, 1914 

Chemist Hygienic Laboratory, Twenty-fifth and 
E Streets, Washington, D. C. 

Philipps, Charles W. June 24, 1913 

16 Sterrett Avenue, Covington, Ky. 

Phillips, Clippord French April 9, 1915 

Consulting Engineer, 715 International Life Build- 
ing, St. Louis, Mo. 

Phillips, Hiram June 4, 1912 

Consulting Engineer, 421 Liggett Building, St. 
Louis, Mo. 
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Philmps, T. C. June 27, 1905 

Water Works Engineer, 1003 City Hall, Chicago, 111. 

Pitcher, F. H. June 27, 1905 

General Manager and Chief Engineer Montreal 
Water and Power Company, 62 Alliance Building, 
Montreal, Canada. 

Pitney, Fbbdbbic V., C.E. November 19, 1914 

21 South Street, Morristown, N. J. 

Plattnbb, William April 27, 1910 

Consulting Engineer, North Attleboro, Mass. 

PoLQLAZE, R. A. May 12, 1914 

Superintendent Water Works, Gadsden, Ala. 

Pollard, Sbaburt G. June 4, 1912 

Consulting Engineer, 3422 Burch Avenue, Cincin- 
nati, O. 

PoLLABD, W. D. May 18, 1892 

Engineer Water Works, Pottsville, Pa. 

Poole, Alfred D. April 27, 1910 

Water Commissioner, 401 West Seventh Street, 
Wilmington, Del. 



Porter, John Lewis April 27, 1910 

Director Purification, Sewage and Water Board, 
8401 Pamola Street, New Orleans, La. 



Potter, Alexander July 18, 1907 

Consulting Engineer, 50 Church Street, New York, 
N.Y. 

Potter, Charles S. April 27, 1910 

Purchasing Agent Water Company, Louisville, Ky. 

Potts, Clyde July 10, 1906 

Civil and Sanitary Engineer, 30 Church Street, 
New York, N. Y. 

Powell, Alexander C. April 27, 1910 

Chemist Bangor Filter Plant, Bangor, Me. 

Powell, Shepherd T. July 10, 1906 

Resident Chemist Baltimore County Water and 
Electric Company, 100 West Fayette Street, 



^omp 
, Md. 



Baltimore 

PowNALL, William A. May 8, 1915 

Water Engineer Wabash R. R., Decatur, 111. 

Pract, Geo. Wesley May 14, 1915 

Assistant Superintendent Department Operation 
and Maintenance, 1069 Church Street, San Fran- 
cisco, Gal. 
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Pratt, Charles May 14, 1915 

City Engineer and Superintendent Water Works, 
1315 South Santa F6 Avenue, Chanute, Kans. 

Peat, John W. June 24, 1913 

Superintendent Water Works, Ft. Dodge, la. 

Pbick, Albert E. May 12, 1908 

Superintendent Mechanical Construction, 228 W. 
Twenty-ninth Street, Norfolk, Va. 

Prince, George T., C.E. July 10, 1906 

Omaha Water Board, Omaha, Neb. 

Pbgvst, Andrew J., Jr. May 12, 1908 

Sanitary Expert and Hydraulic Engineer, 39-41 
West 38th Street, New York, N. Y. 

Pbuett, G. C, C.E. February 25, 1914 

City Engineer and Superintendent Water Works, 
Box 673, Miles City, Mont. 

PuQH, Marshall R., C.E. April 27, 1910 

601 Witherspoon Building, Philadelphia, Pa. 

Purcell, Stewart May 12, 1914 

Assistant Engineer Filtration Division, Water 
Department, Hilton and Baker Streets, Walbrook, 
Baltimore, Md. 

PuBDT, J. H. May 27, 1896 

care of American Water Works and Electric Com- 
pany, 50 Broad Street, New York, N. Y. 

Quick, Alfred Mbrritt, C.E. June 18, 1901 

725 Munsey Building, Baltimore, Md. 

Quinn, M. p. May 12, 1914 

Fidelity Building, Philadelphia, Pa. 

Race, Joseph May 12, 1914 

City Bacteriologist and Chemist, Ottawa, Canada. 

Radbr, R. p. May 12, 1908 

Superintendent Lehigh Water Company, Easton, Pa. 

Rains, J. M. May 12, 1908 

Superintendent Water Works, Lebanon, Ky. 

Randall, W. H. June 8, 1909 

Superintendent Maintenance, Department Water 
Works, 188 Albany Avenue, Toronto, Ont. 



Randolph, Robert Isham March 28, 1914 

Secretary and Treasurer Isham Randolph and Com- 
pany, 1870-72 West Adams Street, Chicago, 111. 



ACTIVE MBMBEB8 

Randolph, Jr., W. C. N. 

Superintendent Water Works, Lynchburg, Va. 

Rapp, W. M. 

Superintendent Construction Water Department, 
Atlanta, Ga. 

Raymond, Alfred 

General Manager Drainage, 1324 Nashville Avenue, 
New Orleans, La. 

Rbaqan, Jr., John F. 

1137 Park Avenue, Utica, N. Y. 

Rector, Frank Leslie, M.D. 

Bacteriologist, 36 Forty-first Street, Brooklyn, N . Y. 

Reed, D. A. 

Manager Water and Light Department, Duluth, 
Minn. 

Reid, Walter 

Superintendent Water Works, Springfield, 111. 

Rbimbr, Arthur A. 

Superintendent Water Department, City Hall, East 
Orange, N. J. 

Relph, O. S. 

Superintendent San Jos6 Water Company, San 
Jos6, Cal. 

Rbter, George 

1703 18th Avenue, South Nashville, Tenn. 

Reynolds, S. H. 

Civil Engineer, 901 Boyd Building, Winnipeg, Man. 

Reynoldson, W. C. 

Chief Engineer Goldfields Water Supply Admin- 
istration, Perth, West Australia. 

Rhynus, Clarence Patjldinq 

Sanitary Bacteriologist Hygienic Laboratory, 
Washington, D. C. 

Rice, P. D. 

Engineer San Jos4 Water Company, San Jos6, 
Cal. 

Rider, Joseph B. 

Consulting Engineer, 26 Broadway, New York, N. Y. 

Ringness, Henry 

Assistant to Manager Peoria Water Works Com- 
pany, 129 North Jefferson Street, Peoria, HI . 



June 11, 


1902 


May 17, 


1899 


April 27, 


1910 
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1914 


June 24, 


1913 


April 19, 


1915 


May 12, 


1908 


May 14, 


1915 


April 16, 


1884 


March 28, 


1914 


June 8, 


1909 


June 4, 


1912 


May 14, 


1915 


May 12, 


1914 


April 23, 


1915 
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Ritchie, Edgar Gowar 

Engineer of Water Supply, Metropolitan Board of 
Works, Melbourne, Australia. 

Roberts, William J. 

Chief Engineer Inter-County River Improvement, 
401 Court House, Tacoma, Wash. 

Robertson, Geo. H. 

Superintendent Water Works, Yarmouth, N. S. 

Robinson, Leonard C. 

Superintendent Water and Sewer Department, 
Concord, Mass. 

Robinson, Wm. P. 

President the Denver Union Water Company, 
Denver, Colo. 

Roche, J. E. 

Manager Montana Water Company, Billings, Mont. 

RoHNE, Paul E. 

Chief Engineer Water Works, Great Falls, Mont. 

Rohrbacb, Wm. R. 

Manager Sunbury Water Company, Sunbury, Pa. 

Roos, Charles M. 

Superintendent Cairo Water Company, Cairo, 111. 

Rosamond, S. J. 

care of B. H. Martin, Fort Smith, Ark. 

Rosentrbter, Herman 

Principal Assistant Engineer Works, Water Depart- 
ment, City Hall, Newark, N. J. 

Ross, Charles H. 

Superintendent Water Company, Waterloo, N. Y. 

Ross, R. A. 

Consulting Engineer, 80 St. Francois Xavier Street, 
Montreal, Canada. 

RtTDDBROw, Maurice B. 

Manager Merchantville Water Company, Merchant- 
ville, N. J. 

Rust, C. H. 

City Hall, Victoria, B. C. 

Ruttan, H. N. 

City Engineer, Winnipeg, Manitoba. 

Rtan, William G. 

Sanitary Engineer, 95 Main Street, Florence, Mass. 



June 24, 1913 

October 23, 1914 

April 18, 1888 
July 18, 1907 

June 7, 1897 

June 10, 1911 
June 24, 1913 
July 10, 1906 
June 24, 1913 
June 15, 1898 
March 12, 1908 

July 10, 1906 
June 15, 1914 

June 25, 1914 

June 24, 1903 
May 12, 1908 
April 27, 1910 



ACTIVE MEMBERS 

Sackett, Robbkt L. 

Professor Sanitary and Hydraulic Engineering 
Purdue University, Lafayette, Ind. 

Salmon, C. B. 

Public Utility Broker, Beloit, Wis. 

Salmon, Fbbdbbick William 

Civil and Mechanical Engineer, 607 North 20th 
Street, Birmingham, Ala. 

Salmond, James J. 

Manager Canadian Engineer, 62 Church Street, 
Toronto, Ont. 

Sando, Will 3. 

Water Works Commercial Consulting Engineer, 
care of Milwaukee Club, Milwaukee, Wis. 

Sanzenbacher, George 

Engineer and Superintendent Department of Water, 
Newark, N. J. 

SAtTNDERS, Frederick Walter Theo. 
Port Augusta, South Australia. 

Saville, Charles 

Civil Engineer, 3612 Swiss Avenue, Dallas, Texas. 

Saxe, Charles W. 

Chemist Filtration Plant, Waco, Texas. 

Satbr, Fred D. 

Borough Engineer and Superintendent of Water, 
Brookville, Jefferson County, Pa. 

ScHARFF; Maurice R. 

Principal Assistant Engineer, 2541 Olive Building, 
Pittsburgh, Pa. 

ScHAUP, Charles E. 

Consulting Engineer, 36 South Seventeenth Street, 
Harrisburg, Pa. 

Schulz, C. F. 

Chief Engineer Water Works, 6002 Clinton Avenue, 
N. W. Cleveland, Ohio. 

Schwabe, Walter P. 

General Manager, 15 Central Street, Thompson- 
ville. Conn. 

Schwartz, Frederick W. 

439 Hamilton Street, Albany, N. Y. 

Scott, Walter M. 

Consulting Engineer, 204 Sterling Bank Building, 
Winnipeg, Manitoba. 
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Seibbbt, Joseph June 4, 1912 

Superintendent Water Works, St. Cloud, Minn. 

Sbmans, Carl R. June 8, 1909 

Manager Water, Light and Power Company, Wash- 
ington, Ind. 

Senior, Samuel Palmer July 10, 1906 

Vice-President and Engineer Bridgeport Hydraulic 
Company, Bridgeport, Conn. 

Settle, W. O. April 9, 1915 

Superintendent and Manager Water Works, Mur- 
physboro, 111. 

Shaffer, George H. June 24, 1913 

Superintendent Water Works, Martinsburg, W. Va. 

Sharp, Jr., John T. April 27, 1910 

Superintendent Electric Light and Water Com- 
pany, Canton, Miss. 

Shaw, A. W. June 10, 1911 

Superintendent Water Works, Brandon, Manitoba, 
Canada. 

Shaw, Benjamin F. June 24, 1913 

Water Commissioner, Wilmington, Del. 

Shaw, F. H. May 12, 1908 

Civil, Hydraulic and Sanitary Engineer, 310 Brene- 
man Building, Lancaster, Pa. 

Shaw, Walter A. July 10, 1906 

President American Engineering and Construction 
Company, 912 Ashland Block, 59 Clarke Street, 
Chicago, 111. 

Shepherd, A. B. May 27, 1896 

Second Vice-President Woodlawn Water Company, 
Pittsburgh, Pa. 

Shepperd, F. W. April 18, 1888 

Fire and Water Engineering, 154 Nassau Street, 
New York, N. Y. 

Sherman, Charles W. May 12, 1914 

Consulting Engineer, 14 Beacon Street, Boston, 

Mass. 

Sherman, L. K. April 14, 1915 

Illinois Rivers and Lakes Commission, 1534 Trans- 
portation Building, Chicago, 111. 

Sherman, Richard U. April 27, 1910 

President Consolidated Water Company, 234 Gene- 
see Street, Utica, N. Y. 



ACTIVE MEMBERS 

Sherman, Waltee J. 

Civil Engineer The Riggs and Sherman Company, 
Toledo, Ohio. 

Shbbrbbd, Morbis R. 

Chief Engineer Street and Water Commission, City 
Hall, Newark, N. J. 

Shebring, Arthur E. 

2124 18th Street, West Calgary, Alberta, Canada 

Shiblbt, E. H. 

Superintendent Port Costa Water Company, Mar- 
tinez, Cal. 

Shields, F. S. 

Secretary Sewerage and Water Board, City Hall 
Annex, New Orleans, La. 

Shields, W. S. 

1201 Hartford Building, Chicago, 111. 

Shoemaker, G. E. 

Secretary Water Works, Waterloo, Iowa. 

Showell, Jr., Edward B. 

du Pont Powder Company, City Point, Va. 

Sieber, William 

Superintendent Water Works, Henderson, Ky. 

Siems, V. Bernard 

Assistant Engineer Filtration Division, Water De- 
partment, 1408 East Chase Street, Baltimore, Md. 

Simin, Boris N. 

Civil Engineer, Razgulay 3, Moscow, Russia. 

Sinclair, D. J. 

Cashier Union Deposit Bank, Steubenville, Ohio. 

Sinclair, Harold H. 

Superintendent, Plattsmouth Water Company, 
Plattsmouth, Neb. 

Sluyter, E. W. 

Superintendent Water Works, Herkimer, N. Y. 

Smith, Charles H. 

Mechanical Engineer, 31 Milk Street, Boston, 
Mass. 

Smith, Charles Walter 

Metropolitan Board Water Supply and Sewerage, 
Sydney, New South Wales, Australia. 

Smith, Clyde F. 

Assistant Engineer Sanitary District of Chicago, 
6369 Kenwood Avenue, Chicago, 111. 

Smith, E. H. 

Manager New Jersey Water Service Company, 3 
Ellis Street, Haddonfield, N. J. 
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1914 
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Smith, E. VVelleb 

Superintendent Water Works, City Hall, Glens 
Falls, N. Y. 

Smith, Gordon Z. 

Superintendent Water Works, Municipal Building, 
Middletown, Conn. 

Smith, J. Waldo 

Chief Engineer Board of Water Supply, Municipal 
Building, New York, N. Y. 

Smith, L. B. 

Manager Westmoreland Water Company, Greens- 
burg, Pa. 

Smith, Leslie C. 

Water Works Accountant, 2118 East 40th Street, 
Cleveland, O. 

Smith, Owen T. 

Superintendent Water Works, Freeport, 111. 

Smith, R. J. 

Superintendent Canadian Electric Water Power 
Company, Limited, Perth, Ontario. 

Smith, W. Z. 

General Manager Water Works, 442 Luckie Street, 
Atlanta, Ga. 

Smoot, L. D. 

Chief Engineer, Board of Bond Trustees, Water 
Works and Improvement Bonds, Jacksonville, 
Fla. 

Snell, George H. 

49 County Street, Attleboro, Mass. 

Snow, Archie H. 

Superintendent Water Company, Montclair, N. J. 

Solomon, Gabriel Roberts 

Consulting Engineer, 1622 Condler Building, At- 
lanta, Ga. 

SONDEREGGER, ArTHTJR L. 

Consulting Engineer, 635 Central Building, Los 
Angeles, Cal. 

SopER, George A., Ph.D. 

Engineer and Chemist, 391 West End Avenue, New 
York, N. Y. 

SonDER, B. F. 

Superintendent Distribution, Atlantic City, N. J. 

Spalding, George R. 

Chemist Hackensack Water Company, New Milford, 
N. J. 

Spaulding, C. H. 

Chemist Filter Plant, Cristobal, Canal Zone. 



May 8, 1915 

May 12, 1915 

June 15, 1898 

October 16, 1914 

April 27, 1910 

September 7, 1893 
June 10, 1911 

April 27, 1910 

June 4, 1912 

July 10, 1906 
June 15, 1898 
June 24, 1913 

June 10, 1911 

May 16, 1900 

June 24, 1913 
March 28, 1914 

January 12, 1915 



ACTIVE MEMBERS 

Sfauldino, W. J. 

Commissioner, Springfield, III. 

Sfeakman, Richard Edwabd 

Civil Engineer, City Engineer, Brandon, Man- 
itoba, Canada. 

Spear, Walter E. 

250 West 64th Street, New York, N. Y. 

Spearbn, George 

Superintendent Water Works, Warren, 111. 

Spbbrt, Walter A. 

Chemist Filteration Plant, Grand Rapids, Mich. 

Stanfield, a. C. 

Civil Engineer, Pana, 111. 

Staples, George T. 

Superintendent Water Works, 64 School Street, 
Dedham, Mass. 

Stearns, Harrington P. 

care of Queens County Water Company, Far Rock- 
away, N. Y. 

Stearns, Ralph H. 

1 Ashburton Place, Boston, Mass. 

Stbdman, B. F. 

Superintendent Water Works, Dubuque, la. 

Sterling, Job C. 

Superintendent Water Works, Munroe, Mich. 

Stevens, Harold C. 

Civil Engineer, 150 Nassau Street, New York, N. Y. 

Stewart, J. A., C.E. 

1113 Traction Building, Cincinnati, Ohio. 

Sticknbt, G. F. 

Supervising Engineer New York State Barge Canal, 
Lyon Building, Albany, N. Y. 

Storrib, William 

Chief Engineer, John verMehr Engineering Com- 
pany, 154 Simcoe Street, Toronto, Ont. 

Stover, Frederick H. 

Crescent Hill Filter, Louisville, Ky. 

Stbasseb, J. M. 

Superintendent South Division, Public Service 
Company of Northern Illinois, Joliet, 111. 

Stbeeter, C. H. 

Superintendent Water and Electric Plants, Cedar 
Falls, la. 

Strbeter, H. W. 

Sanitary Engineer U. S. Public Health Service, 
Third and Kilgour Streets, Cincinnati, Ohio. 
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November 1, 1914 

April 27, 1910 

January 12, 1915 

April 23, 1915 

December 30, 1914 

January 12, 1915 
July 10, 1906 

January 27, 1914 

January 12, 1915 

June 8, 1909 

June 24, 1903 

May 12, 1914 

May 14, 1915 

June 8, 1909 

May 8, 1915 

June 4, 1912 
April 19, 1915 

May 8, 1915 

May 8, 1915 
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STEOMtJUIST, W. G. 

with Sanitary District of Chicago, 6131 Univer- 
sity Avenue, Chicago, 111. 

Strothman, L. E. 

Engineer-in-Charge Piimping Engine Department, 
AUis-Chalmers Company, Milwaukee, Wis. 

Sturgbs, Lee 

President Elmhurst Spring Water Company, Elm- 
hurst, 111. 

Sullivan, C. J. 

Superintendent Water Works, P. O. Box 494, Chis- 
holm, Minn. 

Stjtee, Russell 

Civil Engineer Conservation Commission, Albany, 

N.Y. 

Switzer, John A. 

Professor Hydraulic Engineering University of 
Tennessee, Knoxville, Tenn. 

Symons, M. M. 

Chief Engineer Interstate Water Company, 1009 
West Fairfield Street, Danville, 111. 

Taber, George Atmar 

Civil Engineer, 546 East 23d Street, Brooklyn, N. Y. 

Talbot, Arthur N. 

Professor Municipal and Sanitary Engineering, 
University of Illinois, Urbana, 111. 

Talbott, Frank 

Superintendent, Secretary and Treasurer Water 
Works, Danville, Va. 

Tanner, Feed W. 

Assistant Illinois State Water Survey, Urbana, 111. 

Tarr, H. G. H. 

400 Chestnut Street, Philadelphia, Pa. 

Taylor, George R. 

Sanitary Chemist, 115 Wyoming Avenue, Scranton, 
Pa. 

Taylor, Henry W. 

HydrauUc and Sanitary Engineer, 100 State Street, 
Albany, N. Y. 

Taylor, R. M. 

Vice-Mayor, City Commission, Jackson, Miss. 

Taylor, Samuel A. 

Contracting and Constructing Engineer, 5th Floor, 
Second National Bank Building, Pittsburgh, Pa. 



October 26, 1914 

April 27, 1910 

March 4, 1915 

June 24, 1913 

October 16, 1914 

May 14, 1915 

April 19, 1915 

June 4, 1912 
August 22, 1894 

June 7, 1904 

November 1, 1914 
June 10, 1911 
May 12, 1908 

January 27, 1914 

May 12, 1914 
June 11, 1902 



ACTIVE MEMBERS 

Taylor, W. E. 

Chief Engineer Water Company, Water Street and 
Big 4, Terre Haute, Ind. 

Thayer, Fredbrice C. 

President Kennebec Water District, Waterville, Me. 

Thayer, L. Eugene 

Oakland and Machias Water Company, Waterville, 
Me. 

Thomas, D. G. 

Chief Engineer The Denver Union Water Com- 
pany, Denver, Colo. 

Thomas, J. Bosley 

Chemist and Bacteriologist City Water Depart- 
ment, Baltimore, Md. 

Thomas, Robt. J. 

Superintendent Water Works, Lowell, Mass. 

Thompson, Charles N. 

General Manager Bucks Hill Water Company, 
Bucks Hill Falls, Pa. 

Thobnell, Joseph B. 

Chemist Broadway Pumping Station, Council 
Bluffs, Iowa. 

TiQHB, James L. 

Civil Engineer, Caledonian Building, Holyoke, 
Mass. 

Tiu>BN, Jambs A. 

Mechanical Engineer Hersey Manufacturing Com- 
pany, Boston, Mass. 

TiMONOFF, V. E. 

10 Shirokaia Street, Zarskoe Selo, near Petrograd, 
Russia. 

Titus, C. E. 

General Manager Northfield Land and Water 
Company, P. O. Box 1053, Colorado Springs, Col. 

ToAL, D. C. 

Editor Water and Gas Review, 35 Warren Street. 
New York, N.Y. 

Todd, William 

Superintendent Electric Light and Water Works, 
Austin, Minn. 

ToLMAN, Mayo 

815 Virginia Avenue, Hagerstown, Md. 

ToMLiN, Jr., Robert K. 

Managing Editor Engineering Record, 239 West 
Thirty-ninth Street, New York, N. Y. 
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July 18, 


1907 


May 12, 1908 


June 10, 


1911 


June 8, 


1909 


November 10, 


1914 


May 16, 1900 


May 12, 


1914 


October 16, 


1914 


April 17, 1889 


April 17, 


1889 


May 12, 


1914 


June 24, 


1913 


June 24, 


1903 


June 18, 


1901 


January 12, 1915 


May 12, 


1914 
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ToMLiNSON, Samuel July 14, 1887 

100 Robinson Road, Singapore, S. S. 

TowNSBND, E. R. July 10, 1906 

Hydraulic Engineer, 175 West Jackson Boulevard, 
Chicago, 111.' 

ToTNB, J. W. May 12, 1914 

Superintendent Water Works, South Bend, Ind. 

Trautwinb, Jr., John C. May 27, 1896 

Civil Engineer, 257 South Fourth Street, Philadel- 
phia, Pa. 

Trax, E. C. June 10, 1911 

Chemist Filtration Plant, McKeesport, Pa. 

Tbethawan, H. C. May 12, 1915 

Under Secretary for Water Supply, 56 James Street, 
Perth, West Australia. 

Teibus, Louis Lincoln May 12, 1908 

Civil Engineer, 86 Warren Street, New York City. 

Tristram, Thomas July 18, 1907 

Chemist and Bacteriologist, 706 East Erie Avenue, 
Lorain, Ohio. 

Tbow, Linden C. June 4, 1912 

Superintendent Water Works, Lake Forest, 111. 

TuTTLB, Arthur S. July 10, 1906 

Assistant Chief Engineer, Board of Estimate and 
Apportionment, Municipal Building, New York, 
N. Y. 

Van Buskirk, L. H. October 16, 1914 

Assistant Engineer Ohio State Board of Health, 
Columbus, Ohio. 

VanDutnb, J. Ralph June 27, 1905 

256 Mount Prospect Avenue, Newark, N. J. 

Van Gilder, L. July 10, 1906 

■"^gineer and Superintendent Wi ' '^ 
Jity Hall, Atlantic City, N. J. 



Van Loan, Seth M. May 12, 1914 

4334 Pine, Philadelphia, Pa. 

Vermbule, Cornelius C. June 8, 1909 

Civil Engineer, Mail and Express Building, New 
York City, N.Y. 

Vest, W. E. June 10, 1911 

Superintendent Water Works, Charlotte, N. C. 

ViNAL, C. H. June 24, 1913 

Consulting Engineer, 522 Sixty-eighth Street, West 
AUis, Wis. 
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VoLKHABDT, WiLLiAM June 11, 1902 

15 Townsend Avenue, Stapleton, N. Y. 

VON Reckunqhausen, Max, Ph. D. April 16, 1914 

50 Broad Street, New York, N. Y. 

Vrooman., Mokbell June 24, 1913 

Sanitary Engineer, Gloversville, N. Y. 

Wagner, Bernard M. November 24, 1914 

Assistant Engineer, Design and Construction, Dept. 
of Water, 146 Kenilworth Place, Brooklyn, N. Y. 

Wagner, H. F. May 12, 1914 

Chemist, Holly House, Corner Massachusetts and 
Seventh Avenue, Buffalo, N. Y. 

Waldbn, a. E. May 12, 1908 

Superintendent and Chief Engineer, 100 West Fay- 
ette Street, Baltimore, Md. 

Walker, Albert J. February 26, 1914 

Chief Engineer Water Works, Ambler, Pa. 

Walker, Elton D. July 18, 1907 

Consulting En^eer, Professor Hydraulic ana 
Sanitary Engineerine, The Pennsylvania State 
College, 16 Engineering Building, State College, 
Pa. 

Wall, Edward E. June 7, 1904 

Water Commissioner, 312 City Hall, St. Louis, Mo. 

Walradt, Arthur E. January 27, 1914 

26 Liberty Street, New York, N. Y. 

Walsh^ Patrick March 28, 1914 

Chief Engineer (^uindaro Station, 3109 Park Ave- 
nue, Kansas City, Mo. 

Walt, H. K. May 12, 1914 

Vice-President and General Manager Moreland 
Spring Water Company, Jenkintown, Pa. 

Ware John June 4, 1912 

East Milton, Mass. 

Waring, F. Holman April 14, 1915 

Chemist Municipal Engineering Department, 
Corozal, C. Z., Panama. 

Watbmian, Fat L, February 26, 1914 

Supermtendent, 115 Jefferson Avenue, Endicott, 

Watkins, Thomas May 18, 1892 

Mechanical Engineer, Johnstown, Pa. 

Wattbrs, George Lawrence February 26 1914 

Hydraulic Engineer Lehigh Valley R. R., South ' 

Bethlehem, Pa. 
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Whom AN, Edwabd June 11, 1902 

Corsulting Engineer, Park Row Building, New 
York, N. Y. 

Wbhr, Albert H. Jiine 18, 1901 

Secretary and Treasurer Baltimore County Water 
and Electric Company, Baltimore, Md. 

Wblls, Geohqe M. June 24, 1913 

Resident Engineer Division Municipal Engineering, 
Isthmian Canal Commission, Gatun, C. Z. 

Wells, J. N. July 18, 1907 

Superintendent Wichita Water Works, Wichita, 
Kan. 

Wbllb, William F. June 24, 1918 

Sanitary Chemist Hygienic Laboratory, Washing- 
ton, D. C. 

West, Francis D. February 25, 1914 

Chemist Torresdale Laboratory, Torresdale, Phila- 
delphia, Pa. 

West, Geo. F. June 4, 1912 

President Biddeford and Saco Water Company, 
Portland, Me. 

West, Vernon F. June 25, 1914 

Treasurer Rensselaer Water Company, Box 868, 
Portland, Me. 

Weston, Robert Sptjre June 15, 1898 

Consulting Sanitary Engineer, 14 Beacon Street, 
Boston, Mass. 

Wbstovbb, George D. June 10, 1911 

General Manager Water and Light Company, 
Cadillac, Mich. 

Wheeler, Gen'l Elbert June 24, 1903 

Treasurer Knoxville Water Company, 14 Beacon 
Street, Boston, Mass. 

Wheeler, Robert C. October 23, 1914 

Assistant Engineer for George W. Fuller, P. O. Box 
588, Plainfield, N. J. 

Wheeler, Samuel June 24, 1903 

Superintendent Water Company, Ashland, Wis. 

Wheeler, William July 10, 1906 

Consulting Civil Engineer, 14 Beacon Street, 
Boston, Mass. 

Whipple, GBORaB C. June 7, 1904 

Consulting Engineer, Pierce Hall, Harvard Univer- 
sity, Cambridge, Mass. 



ACTIVE MEMBERS 

White, Gilbert C. 

Civil Engineer, Durham, N. C. 

White, Wabrbn M. 

Assistant Superintendent Bergen Water Companv, 
Ridgewood, N. J. 

Whitlock, Augustus N. 

Highland Park, New Brunswick, N. J. 

Whitman, Allen E. 

Treasurer Hackensack Water Company, Englewood, 

Whitney, Charles M. 

Secretary, 728 Montgomery Street, San Francisco, 
Cal. 

Whittakeb, H. a. 

Assistant Director Laboratory Division, State 
Board of Health, Minneapolis, Minn. 

Wickham, Jambs T. 

Aqueduct Construction, 43 St. Famille Street, Mon- 
treal, Canada. 

Wicks, Thomas J. 

Superintendent Water Works, Hempstead, L. I., 
N. Y. > y , , 

Wight, H. C. 

Superintendent Division Water, Dayton, O. 

WiGLET, Chester G. 

Civil Engineer, Assistant State Board of Health, 
State House, Trenton, N. J. 

Wilcox, Frank L. 

Consulting Engineer, Syndicate Trust Building, 
St. Louis, Mo. 

Wilcox, William A. 
Scranton, Pa. 

Wilcox, William F. 

Superintendent Central Water Works, Ensley, Ala. 

Wiles, C. W. 

Superintendent Water Works, Delaware, Ohio. 

WiLBELM, George 

Chief Engineer People's Water Company, Oakland, 
Cal. 

WiLKE, Charles L. H. 

149 Herman Street, P. O. Station G., Philadelphia, 
Pa. 

Wilkinson, James H. 

Superintendent Water Works, Bellaire, O. 
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May 12, 1908 

March 28, 1914 

June 4, 1912 
October 16, 1914 

June 24, 1913 

June 24, 1913 

April 16, 1914 

May 12, 1908 

May 14, 1915 
April 27, 1910 

May 12, 1914 

May 12, 1914 

April 27, 1910 

May 17, 1899 

June 24, 1913 

May 12, 1908 

May 14, 1915 
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WiLLARD, Ernest C. October 23, 1914 

Civil Engineer, 841 Henry Building, Seattle, Wash. 



WiLLETT, J. F. 

Superintendent Water Works, Billings, Mont. 

WiLLETT, Wallace 

100 William Street, New York, N. Y. 



May 9, 1915 
June 24, 1913 



Williams, C. B. November 19, 1914 

Hydraulic and Sanitary Engineer, 54 West Ean- 
dolph Street, Chicago, 111. 



Williams, Gardner S. 

Consulting Engineer, 207 New Engineering Build- 
ing, Ann Arbor, Mich. 

Williams, Howard L. 

Superintendent Water Works, Ludington, Mich. 

Williamson, Cliff T. 

Water Commissioner, 2564 Houston Road, Macon, 
Ga. 

Wilson, Edgar K. 

Assistant Engineer, care of The Pitometer Com- 
pany, 25 Elm Street, New York, N. Y. 

Wilson, Horace 

President and General Manager, 404 South Clayton 
Street, Wilmington, Del. 

Wilson, James B. 

Chief Engineer and Superintendent, Louisville 
Water Company, Louisville, Ky. 

Wilson, John 

City Engineer, Duluth, Minn. 

WlNQFIBLD, NiSBET 

Consulting Engineer, Augusta, Ga. 

Winslow, C. E. a. 

Director Division Publicity and Education, New 
York State Department of Health, 25 West 45th 
Street, New York, N. Y. 

Winslow, Frederic I. 

Engineer of Extension, 607 City Hall Annex, Bos- 
ton, Mass. 

Winslow, W. H. 

Vice-President and General Manager Superior 
Water, Light and Power Company, Superior, Wis. 

Wolfe, R. A., C.E. 
Virden, HI. 



July 10, 1906 

August 22, 1894 
June 24, 1913 

June 24, 1913 

May 12, 1914 

April 14, 1916 

April 27, 1910 
June 10, 1911 
April 21, 1915 

October 16, 1914 

Junes, 1909 

April 23, 1915 
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Wood, Walter June 7, 1904 

President Milville Water Company, 400 Chestnut 
Street, Philadelphia, Pa. 

WooDBtTBN, William F. June 24, 1903 

201 Devonshire St., Boston, Mass. 

Woods, Charles S., M.D. May 8, 1915 

Professor Preventive Medicine and Hygiene, Uni- 
versity of Iowa, Iowa City, la. 

Woolfolk, Hbnbt E. June 4, 1912 

Superintendent Water Works, Danville, Ky. 

WoRBBLL, M. L. June 24, 1903 

General Manager Water Works, Meridian, Miss. 

WosTHBN, Jesse M. June 8, 1909 

Superintendent Charleston Light and Water Com- 
pany, 14 George Street, Charleston, S. C. 

Wright, John Bertram July 28, 1914 

Civil Engineer, Commissioner of Public Works, 
29 Romeyn Avenue, Amsterdam, N. Y. 

Wynne-Roberts, R. O. June 24, 1903 

P. O. Box 65, Regina, Saskatchewan. 

Wtse, F. C. June 10, 1910 

Engineer and Superintendent Sewers and Water 
'Works, Columbia, S. C. 

Yeager, a. J. May 12, 1908 

Dunn Building, Buffalo, N. Y. 

Yeakel, D. Dawson May 12, 1914 

Superintendent, Oak Lane, Philadelphia, Pa. 

Yereancb, W. B. June 4, 1912 

Consulting Engineer, 128 Broadway, New York, 

N.Y. 

Young, A. A. October 23, 1914 

Superintendent Water Works, Jewett City, Conn. 

YoTiNG, C. C. January 27, 1914 

Director State Water Survey, Lawrence, Kansas. 

Young, Wm. R. June 8, 1909 

Registrar Water Works, City Hall, Minneapolis, 
Minn. 



CORPOKATE MEMBERS 

Agua Puba Company June 8, 1909 

701 Douglas Avenue, East Las Vegas, N. M. 

Akron City Water Works June 24, 1913 

58 S. Howard Street, Akron, Ohio. 

Alexandria Water Co. June 8, 1909 

Alexandria, Va. 

Anacortes Water Co. June 8, 1909 

Anacortes, Wash. 

Auburn Water Department June 10, 1911 

Auburn, N. Y. 

Baton Rouge Water Works Company April 16, 1914 

Baton Rouge, La. 

Birmingham Water Company October 16, 1914 

Derby, Conn. 

Brantford Water Commissioners June 10, 1911 

Brantford, Ont. 

Bureau of Sanitary Engineering April 9, 1915 

State Board of Health, Bowling Green, Ky. 

Bureau of Water Works and Supply June 8, 1909 

660 S. Hill St., Los Angeles, Calif. 

Cedar Rapids Water Commissioners June 24, 1913 

Cedar Rapids, Iowa. 

Charleston Light and Water Company June 4, 1912 

Charleston, S. C. 

Citizens Water Supply Co. June 8, 1909 

Elmhurst, Long Island, N. Y. 

City of Amsterdam June 8, 1909 

Department Public Works, Amsterdam, N. Y. 

Columbia Water and Light Company May 10, 1914 

Columbia, Tenn. 

Commissioner of Public Property June 4, 1912 

Newport, Ky. 

Corning Water Works June 24, 1913 

Corning, N. Y. 
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Donnelly, John May 8, 1915 

President, Board of Fire and Water Commissioners, 
City Hall, Kansas City, Mo. 

Eaglksmbre Water Company April 22, 1914 

Eaglesmere, Pa. 

East Chicago Department op Health, April 14, 1915 

A. W. Hedrick, Chemist and Inspector, East Chi- 
cago, Ind. 

East Orange June 8, 1909 

Board of Water Commissioners, East Orange, N. J. 

Elmira Water Board, Mr. Clay W. Holmes, President April 19, 1915 

Elmira, N. Y. 

Erie Commissioners Water Works June 10, 1911 

City Hall, Erie, Pa. 

Evansvillb Water Works June 8, 1909 

Evansville, Ind. 

Excelsior Springs Water, Gas and Electricitt Co. June 4, 1912 

Excelsior Springs, Mo. 

Galt Water Commission June 24, 1913 

Gait, Ontario, Canada. 

Grand Rapids Board Public Works June 24, 1913 

Grand Rapids, Mich. 

Hanover and McSherry Water Company May 10, 1914 

Newport, Pa. 

HoPKiNsviLLE Water Company May 9, 1915 

Hopkinsville, Ky. 

LaCrosse Board op Public Works June 10, 1911 

LaCrosse, Wis. 

Lake Charles Railway, Light and Water Works Co. April 27, 1910 

Lake Charles, La. 

London Water Board June 8, 1909 

London, Canada. 

Louisville Water Co. June 8, 1909 

549 Third St., Louisville, Ky. 

Memphis Artesian Water Dept. June 8, 1909 

Memphis, Tenn. 

Metropoln. Bd. Water Supply and Sewage June 8, 1909 

Sidney, Australia. 

Metropolitan Water District June 24, 1913 

Omaha, Neb. 
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Mobile Citt Commissionebs 
Mobile, Ala. 

Mount Cabmel Wateb Co 
Mount Cannel, Pa. 

Mountain Wateb Company 

114 South Front Street, Milton, Pa. 

New Albany Wateb Works 
New Albany, Ind. 

OwEGO Water Works Company 
Owego, N. Y. 

Pennichtjck Water Wobkb 

144 Main Street, Nashua, N. H. 

Pbterbobough Water Commissioners 
127 Simcoe St., Peterborough, Ont. 

Public Service Department 

575 Broadway, Glendale, Cal. 

Reno Powee, Light and Wateb Company 
Reno, Nev. 

Roanoke Wateb Co. 
Roanoke, Va. 

Saginaw Water Dept. 
Saginaw, Mich. 

San Diego Department op Water 
San Diego, Calif. 

San Josfi Water Company 
San Jos4, Cal. 

ScRANTON Gas and Water Co. 

115 Wyoming Ave., Scranton, Pa. 

South Bend Water Department 
South Bend, Ind. 

South Easton Wateb Co. 

102 South Third St., Easton, Pa. 

Spokane Wateb Division 

City Hall, Spokane, Wash. 

St. Thomas Water Commissioners 
St. Thomas, Ont. 

Steelton Wateb Depabtment 
Steelton, Pa. 

Stbatpord Water Commissioners 
Stratford, Ont. 



June 10, 1911 
June 8, 1909 

May 10, 1914 
April 27, 1910 

April 22, 1914 
October 31, 1914 

June 10, 1911 
December 30, 1914 

June 24, 1913 
June 8, 1909 
June 8, 1909 

June 10, 1911 

June 24, 1913 
June 4, 1912 

April 9, 1915 
June 4, 1912 
June 4, 1912 
June 8, 1909 
June 8, 1909 

April 27, 1910 
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SuFPERN Watbe Commissioners June 10, 1911 

Suffem, N. Y. 

Sweetwater Water Co. June 8, 1909 

National City, Calif. 

Tagona Water and Light Co. June 8, 1909 

Sault St. Marie, Ont. 

Temple Water Works April 27, 1910 

Temple, Texas. 

Trafford Water Co. June 8, 1909 

201 Westinghouse Building, Pittsburgh, Pa. 

Trenton Water Works June 8, 1909 

Trenton, N. J. 

Tri-Cities Water Co. June 8, 1909 

514 Smithfield St., Pittsburgh, Pa. 

Urban Water Supply Co. June 4, 1912 

60 Wall St., New York, N. Y. 

Waco Water Works April 27, 1910 

City Hall, Waco, Texas. 

Water Works Department April 27, 1910 

Anaconda Copper Mining Co., Anaconda, Mont. 

Waterloo Water and Light Con'n April 9, 1915 

Waterloo, Ont., Canada. 

Watertown Water Works June 8, 1909 

Watertown, N. Y. 

Western New York Water Company June 24, 1913 

704 Electric Building, Buffalo, N. Y. 

WiLLiAMSPORT Water Co. Junc 8, 1909 

28 Fourth St., Williamsport, Pa. 



ASSOCIATE MEMBERS 

Addbessooraph Company 

901 West Van Buren Street, Chicago, 111. 

Alberqer Pump and Condenser Company 
140 Cedar Street, New York, N. Y. 

Allis-Chalmebs Mantfpacturing Company 
Milwaukee, Wis. 

American Bitumastic Enamels Company 
17 Battery Place, New York, N. Y. 

American Car and Foundry Company 
Berwick, Columbia County, Pa. 

American Cast Iron Pipe Company 
Birmingham, Ala. 

American Foundry and Manufacturing Company 

10th, 11th, Hebertt and Wright Streets, St. Louis, 
Mo. 

American Pipe and Construction Company 
112 North Broad Street, Philadelphia, Pa. 

American Steel and Wire Company 
The Rookery, Chicago, 111. 

American Valve and Meter Company 
Cincinnati, O. 

Anchor Packing Company 

35 North Seventh Street, Philadelphia, Pa. 

Anderson and White 

2 Wall Street, New York, N. Y. 

Arnold, Hoffman and Company, Inc. 
32 Broadway, New York, N. Y. 

Badger Meter Manufacturing Company 
261 Third Street, Milwaukee, Wis. 

Baldwin, Robert C. 

Secretary C. Lee Cook Manufacturing Company, 
916 Eighth Street, Louisville, Ky. 

Bausher, Thomas D. 

Water Works Lead Furnace, Church and Woodward 
Streets, Reading, Pa. 
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July 10, 1906 
June 10, 1911 
June 27, 1905 
June 24, 1913 
June 4, 1912 
July 18, 1907 
May 12, 1908 

June 24, 1903 
June 24, 1903 

May 9, 1915 

May 12, 1914 

April 14, 1914 

December 4, 1913 

June 8, 1909 
May 14, 1915 

June 4, 1912 



ASSOCIATE MEMBERS 

BerQ, J. D. 

Vice-President Dravo Doyle Company, Diamond 
Bank Building, Pittsburgh, Pa. 

The Bebeshibe Manufacturing Company 
Cleveland, O. 

Birch Valve and Manupactubino Company 
3719 Broadway, Chicago, 111. 

Bourbon Copper and Brass Works Company 
618 East Front Street, Cincinnati, Ohio. 

The Bowleb Foundry Company 

1692 Columbus Road, Cleveland, O. 

Boyd and Brother, Incorporated, James 

25th and Wharton Streets, Philadelphia, Pa. 

Buffalo Meter Company 

290 Terrace, Buffalo, N. Y. 

Builders' Iron Foundry 

9 Codding Street, Providence, R. I. 

Central Foundry Company 

37 Wall Street, New York, N. Y. 

Chapman Valve Manufacturing Company 
Indian Orchard, Mass. 

Chicago Bridge and Iron Company 

1402-105th corner Throop Streets, Chicago, III. 

Clark Company, H. W. 

115 South 17th Street, Mattoon, III. 

Clow and Sons, J. B. 

Harrison and Franklin Streets, Chicago, 111. 

Cochrane Chemical Company 

55 Kilby Street, Boston, Mass. 

COLDWELL-WlLCOX COMPANY 

Newburgh, N. Y. 

Colorado Fuel and Iron Company 
Denver, Colo. 

Columbian Iron Works 
Chattanooga, Tenn. 

Cook, A. D. 

Manufacturer Well Pumps and Strainers, Law- 
renceburg, Ind. 

Darling Pump and Manufacturing Company, The 
Williamsport, Pa. 
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May 12, 


1914 


May 9, 


1915 


May 12, 


1914 


April 17, 


1889 


May 9, 


1915 


June 10, 


1911 


June 27, 


1905 


June 18, 


1901 


June 24, 


1903 


April 16, 


1884 


June 15, 


1898 


May 12, 


1908 


April 27, 


1885 


July 10, 


1906 


April 16, 


1914 


June 7, 


1897 


April 27, 


1910 


■uary 17, 


1915 


May 12, 


1908 
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Joseph Dixon Cbucible Company May 14, 1915 

Jersey City, N. J. 

Dresser Manufacturing Company, S. R. June 7, 1904 

Manufacturing Pipe GouplingB and Sleeves, Brad- 
ford, Pa. 

East Jersey Pipe Company, The July 10, 1906 

50 Church Street, New York, N. Y. 

Eddy Valve Manufacturing Company June 26, 1886 

Waterford. N. Y. 

Electrolytic Purification Company June 4, 1912 

Eighth and Wallace Streets, Philadelphia, Pa. 

Eynon Evans Manufacturing Company, The May 12, 1914 

Fifteenth and Clearfield Streets, Philadelphia, Pa. 

Farnan Brass Works May 18, 1892 

23 Centre Street, Cleveland, Ohio. 

Ford, James T. March 4, 1915 

Assistant Manager, 618-620 East Front Street, 
Cincinnati, O. 

Ford Meter Box Company May 12, 1908 

Wabash, Ind. 

Foster and Hosler June 4, 1912 

431 South Dearborn Street, Chicago, 111. 

Fox AND Company, John June 8, 1909 

253 Broadway, New York City, N. Y. 

Garlock Packing Company May 12, 1908 

Palmyra, N. Y. 

General Chemical Company June 11, 1902 

113 West Adams Street, Chicago, III. 

Gillespie, T. A. June 7, 1904 

President T. A. Gillespie Company, 71 Broadway, 
New York, N. Y. 

Glamorgan Pipe and Foundry Company, The April 27, 1910 

Lynchburg, Va. 

Glauber Brass Manufacturing Company June 7, 1904 

1643-1677 Superior Street, Cleveland, Ohio. 

Gould, Norman July 10, 1906 

Secretary The Goulds' Manufacturing Company, 
Seneca Falls, N. Y. 

Grove Electric Indicator Company June 24, 1913 

125 Thirteenth Street, Northeast, Washington, D. C. 



ASSOCIATE MEMBERS 
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Harrison Brothers and Company, Inc. 

Thirty-fifth Street and Grays Ferry Road, Philadel- 
phia, Pa. 

Hats Manufacturing Company 
Erie, Pa. 

Hbrsbt Manufacturing Company 
South Boston, Mass. 

Hill-Tripp Pump Company 
Anderson, Ind. 

Illinois Malleable Iron Company 

30 West Monroe Street, Chicago, 111. 

International Filter Company 

38 South Dearborn Street, Chicago, 111. 

International Steam Pump Company 

114 Liberty Street, New York, N. Y. 

Jarecei Chemical Company 
Cincinnati, Ohio. 

Kalbfleisch Company, Franklin H. 

31 Union Square, West, New York City, N. Y. 

Kellogg and Company, E. H. 

243 South Street, New York, N. Y. 

Kennedy Valve Manufacturing Company, The 
F. H. Fairweather, Manager, 
Elmira, N. Y. 

Kbnnicott Company, The 
Chicago Heights, III. 

KiNGSLEY, E. D. 

President Madison Avenue Building, New York, 

N. Y. 

Lead Lined Iron Pipe Company, The 
Wakefield, Mass. 

Leadite Company, Incorporated, The 

Land Title Building, Philadelphia, Pa. 

Leavitt-Jackson Engineering Company 

Woolworth Building, New York, N. Y. 

Lennig and Company, Incorporated, Charles 
Bridesburg, Philadelphia, Pa. 

Ludlow Valve Manufacturing Company 
Troy, N. Y. 

McFarlan, Charles E. 

President Wm. Powell Company, Cincinnati, O. 



May 12, 1908 

March 15, 1882 
July 14, 1887 
June 10, 1911 
May 21, 1890 
May 9, 1915 
June 18, 1901 
June 8, 1909 
June 8, 1909 
July 14, 1887 
May 29, 1895 

May 11, 1914 
June 24, 1913 

June 15, 1898 

April 27, 1910 

October 16, 1914 

June 4, 1912 

March 15, 1882 

May 14, 1915 
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McGowAN Company, John H., The 

54-64 Central Avenue, Cincinnati, Ohio. 

McQuiSTAN, Andrew Nisbet 

Ironfounder, Craigward, Busby, near Glasgow, 
Scotland. 

Massillon Ikon and Steel Company, The 
Massillon, O. 

Matticb, Royal 

Sales Manager, 1004-6 Union Trust Building, 
Cincinnati, Ohio. 

Millar and Son Company, Charles 

Utica, N. Y. 

Modern Iron Works 
Quincy, 111. 

Mueller MANTTFAcrnRiNG Company, H. 
Decatur, 111. 

Multiplex Manttfactubinq Company 
Berwick, Pa. 

National Meter Company 

84-86 Chambers Street, New York, N. Y. 

National Water Main Cleaning Company 
50 Church Street, New York, N. Y. 

Neptune Meter Company 

90 West Street, New York, N. Y. 

New Brunswick Iron Works 
New Brunswick, N. J. 

New York Continental Jewell Filtration Company 
15 Broad Street, New York, N. Y. 

Norwood Engineering Company 
Florence, Mass. 

Pacific Flush Tank Company 

920 Singer Building, New York, N. Y. 

Pennsylvania Salt Manufacturing Company, The 
115 Chestnut Street, Philadelphia, Pa. 

Permutit Company, The 

30 East Forty-second Street, New York, N. Y. 

PiTOMETBR Company, The 

220 Broadway, New York, N. Y. 

Pittsburg Filter Manufacturing Company 
Fanners Bank Building, Pittsburgh, Pa. 



June 24, 1913 
January 12, 1915 

June 4, 1912 
June 24, 1913 

June 18, 1901 
June 27, 1905 

March 15, 1882 
May 11, 1914 

March 15, 1882 

July 10, 1906 

August 27, 1894 

April 27, 1910 

April 18, 1891 

May 9, 1915 

Juno 10, 1911 

June 24, 1903 

April 14, 1914 

July 10, 1906 

June 27, 1905 
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PiTTSBXTRQ Meter Company June 15, 1898 

East Pittsburgh, Pa. 

Pittsbtjrqh-Des Moines Steel Company April 24, 1914 

Pittsburgh, Pa. 

Platt Iron Works Company June 18, 1901 

Dayton, Ohio. 

Pratt & Cady Company, Inc., The June 24, 1913 

Lock Box 66, Station A, Hartford, Conn. 

Reisert Automatic Water Purifying Company June 24, 1913 

30 Church Street, New York, N. Y. 

Rensselaer Valve Company May 21, 1890 

Troy, N. Y. 

RicKERSBERG Brass COMPANY, Tbe June 10, 1911 

Cleveland, Ohio. 

Roberts, Charles V; April 27, 1910 

President Roberts Filter Manufacturing Company, 
Darby, Philadelphia, Pa. 

Ross Valve Manufacturing Company April 16, 1891 

Oakwood Avenue, Troy, N. Y. 

S. E. T. Valve and Hydrant Company June 4, 1912 

60 Church Street, New York, N. Y. 

Sanitary Company op America, The May 14,1914 

Linfield, Pa. 

Sanitation Corporation May 9, 1915 

60 Church Street, New York, N. Y. 

Simplex Valve and Meter Company May 12, 1914 

208 Chancell Street, Philadelphia, Pa. 

Smith Manufacturing Company, Anthony P. June 7, 1897 

East Orange, N. J. 

SouTHWARK Foundry and Machine Company May 8, 1916 

Washington Avenue and Fifth Street, Philadel- 
phia, Pa. 

Standard Asphalt and Rubber Company May 12, 1908 

205 La Salle Street, Chicago, 111. 

Roe Stephens Manufacturing Company June 24, 1913 

Detroit, Mich. 

Sullivan Machinery Company April 23, 1916 

122 South Michigan Avenue, Chicago, 111. 
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Tatlob Company, W. P. March 15, 1882 

218 Ellicott Square, Buffalo, N. Y. 

Texas Company, The June 8, 1909 

17 Battery Place, New York City, N. Y. 

Thomson Meter Company April 15, 1891 

100 Bridge Street, Brooklyn, N. Y. 

Union Watkr Meter Company March 15, 1882 

Worcester, Mass. 

United Brass Manufacturing Company May 11, 1914 

Cleveland, Ohio. 

United Lead Company May 12, 1908 

111 Broadway, New York, N. Y. 

United States Cast Iron Pipe and Foundry Company June 11, 1902 

1421 Chestnut Street, Philadelphia, Pa. 

Van Winkle, Walter H. July 10, 1906 

President and General Manager Water Works 
Equipment Company, Room 1950, 50 Church 
Street, New York, N. Y. 

Wallace and Tiernan Company May 9, 1915 

136 Liberty Street, New York, N. Y. 

Warren Foundry and Machine Company June 10, 1911 

11 Broadway, New York, N. Y. 

Wolff, S. April 9, 1915 

District Manager, DeLaval Steam Turbine Com- 
pany, 629 Peoples Gas Building, Chicago, III. 

Wood and Company, R. D. April 16, 1884 

400 Chestnut Street, Philadelphia, Pa. 

Woods, Floyd F. May 14, 1915 

Sales Manager Epping Carpenter Pump Company, 
1376 Montezuma Street, Pittsburgh, Pa. 

Wyckofp and Son Company, A. July 18, 1907 

Elmira, N. Y. 



